From: Grazioplene, Mariah (DPH) 

Sent: Wednesday, June 21, 2006 3:23 PM 

To: Nawn, Kathleen (DPH); Kopec, Leo (DPH); Han, Linda (DPH); Peppe, Joseph (DPH); 

Fontana, John (DPH); Caloggero, Dina (DPH); Salemi, Charles (DPH); Stevenson, Allan 
(DPH); Kazianis, Arthur (DPH); Elvin, Paul (DPH); Sloutsky, Alex (DPH); Chen, Karen 
(DPH); Konomi, Raimond (DPH); Srmole, Sandra (DPH); Nassif, Julianne (DPH); Borne, 
Alan (DPH) 

Subject: RE: Draft FY2007 equipment list 


Leo, 

Can you please add the equipment that we just cut from the BT base grant: incubator (5000), pipette system (42,000) and 
PFGE module (25000). 

Thanks, 

Mariah 


From: Nawn, Kathleen (DPH) 

Sent: Wednesday, June 21, 2006 10:21 AM 

To: Kopec, Leo (DPH); Han, Linda (DPH); Peppe, Joseph (DPH); Fontana, John (DPH); Caloggero, Dina (DPH); Salemi, 
Charles (DPH); Stevenson, Allan (DPH); Kazianis, Arthur (DPH); Elvin, Paul (DPH); Sloutsky, Alex (DPH); Chen, Karen 
(DPH); Konomi, Raimond (DPH); Smole, Sandra (DPH); Nassif, Julianne (DPH); Grazioplene, Mariah (DPH); Borne, Alan 
(DPH) 

Subject: RE: Draft FY2007 equipment list 
Leo- 

Attached is the draft FY2007 equipment list for 4516-1000 your requested, several areas have not replied (probably due 
to the last minute email I sent). So this should be considered a very rough draft list. Thanks.kathy 


Kathleen L. Nawn, MHS, MT(ASCP) 

Laboratory Supervisor III 

State Labratory Institute, Room 201 

Mass. Dept, of Public Health 

305 South Street, Jamaica Plain, MA 02130 

office: (617)983-6345 fax: (617) 983-6210 


From: Nawn, Kathleen (DPH) 

Sent: Monday, June 19, 2006 10:34 AM 

To: Han, Linda (DPH); Peppe, Joseph (DPH); Fontana, John (DPH); Caloggero, Dina (DPH); Salemi, Charles (DPH); 
Stevenson, Allan (DPH); Kazianis, Arthur (DPH); Elvin, Paul (DPH); Sloutsky, Alex (DPH); Chen, Karen (DPH); Konomi, 
Raimond (DPH); Smole, Sandra (DPH); Nassif, Julianne (DPH); Grazioplene, Mariah (DPH); Borne, Alan (DPH) 

Subject: Draft FY2007 equipment list 

We’re trying to develop a draft equipment list to place on the FY 2007 State Lab account budget (4516-1000). I’ve 
compiled items that weren’t bought from various FY2006 equipment lists. Review, update, add, delete items for your 
areas (item, estimated cost, and justification). Unfortunately since time is very short, please return your replies by close 
of business June 20 (Tuesday). Thanks.kathy 

Kathleen L. Nawn, MHS, MT(ASCP) 

Laboratory Supervisor III 

State Labratory Institute, Room 201 

Mass. Dept, of Public Health 
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